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the strainer is made separate from the reservoir so that it
may be lifted out for removing the chips. The pump suc-
tion connects with the lower section in this reservoir, and
it will be noticed that an inclined plate B is located in such
a way that any fine chips which pass through the strainer
will settle at the right-hand side of this plate, while the
pump suction located to the left is thus assured of obtain-
ing a supply of clean coolant. The pump, which is of the

Fig. 8.    Sectional View of Bolt Threader showing means of
Distributing  and' purifying Cutting  Compound
plunger type, is direct-connected to the driving shaft, and
in order to equalize pressure as far as possible an air bell
C is provided, which cushions variations that would other-
wise exist.
Removal of Oil from Chips with Centrifugal Separators.
There are many factories in which the management is
prone to think that advantage is taken of every method of
improving efficiency and reducing manufacturing costs, but
in which chips are sent to the foundry that have a lot of
oil -sticking to them. This is apparent when the chips have